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Feet per Second
Arbuckle limestone, Oklahoma............          21,000
Hunton limestone, Oklahoma............           17,000
Viola limestone, Oklahoma...............   18,000 to 19,000
Hogshooter limestone, Oklahoma.........   16,000 to 16,500
Selma chalk, Mississippi.................          14,000
Granite:
Eastern Venezuela.....................          19,500
Oklahoma............................          17,000
New England........................          16,500
Gulf Coast sediments:
Near surface.........................           5,500
2,000 ft. deep.........................           6,500
4,000ft. deep.........................            7,500
6,000 ft. deep........................           8,500
8,000 ft: deep.........................           9,500
Bock salt (in Texas Gulf Coast domes)...          15,100